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TO {F il es DATE: 16 

from {Deputy Comptroller 

SUBJECT: New CIA Building 

TIME :08J*5 

DATE :l6 January 1952 

PLACE : Office of Assistant Deputy Director (Administration - 
General) 

THOSE PRESENT: Col. L.K. White, ADD/A (General) 

Mr. Walter Pforzheime r, Legislative Counsel 

| Deputy Comptroller 

Mr. W.L. Peel, Chief of General Services 

' [Assistant to the Director 

dirdnistrative Service 


DATE: 16 January 1952 


1. Colonel White reported the results of a meeting which 
Mr. Wolf had with the Director of CIA concerning the proposal 
for a new CIA building. The Director of CIA handed down the 
following decisions to Mr. Wolf: 

a. The proposed Langley site and the proposed Suitland 
site will not be satisfactory and should not be further 
considered. 

b. Our discussions should be with respect to the Nevius 
Tract, and the Soldier’s Home proposal should be held back 
and only presented for consideration if the proposal with 
respect to the Nevius Tract fall through. 

c. The Office of Administrative Services should 
immediately take steps to meet with PBS in order to develope 
plans consistent with a building to cost no more than 

. * a * I |CIA personnel. 
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2. It was pointed out by Mr. | j that it might cost as 

much as $25,000 of CIA funds to have the necessary plans prepared 
with respect to the proposed building. Mr. Pforzheimer indicated 
that there would be no legal objection to the use of CIA funds 
for this purpose or for the transfer of such funds or any part 
thereof to PBS. t h — 
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3. The above are the maj or points discussed in the 

meeting. However, Mr. is preparing a more detailed 

memorandum with respect to the minutes of the meeting. 
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